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FOREWORD 

This Indian Standard (Part 2/Sec 1) (Second Revision) was adopted by the Bureau of Indian Standards, after the 
draft finalized by the Fertilizers Sectional Committee had been approved by the Petroleum, Coal and Related 
Products Division Council. 

A number of standards in the area of fertilizers comprising methods of sampling and test and products, have been 
formulated by the Bureau. International Organization for Standardization (ISO) has also published a number of 
standards on the methods of sampling and test. Keeping in view the globalization trends the Committee decided to 
align Indian Standards on test methods for fertilizers with International (ISO) Standards to the extent possible. 

In reporting the results of a test or analysis made in accordance with this standard, if the final value, observed or 
calculated, is to be rounded off, it shall be done in accordance with IS 2 : 1960 'Rules for rounding off numerical 
values (revised)'. 
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1 SCOPE 

This standard (Part 2/Sec 1 ) gives a general introduction 
to IS 6092 (Part 2), which describes methods for testing 
of nitrogen in fertilizers. The individual methods 
published/being prepared are listed in Annex A. 

2 REFERENCES 

The standard listed below contains provisions, which 
through reference in the text, constitutes provision of 
this standard. At the time of publication the edition 
indicated was valid. All standards are subject to 
revision and parties to agreements based on this 



standard are encouraged to investigate the possibility 
of applying the most recent edition of the standards 
indicated below: 



IS No, 
10005 : 1994 



3 UNITS 



Title 

SI units and recommendations for 
the use of their multiples and of 
certain other units (second revision) 



Numerical values in Indian Standard are normally 
expressed in units of International System of Units (SI) 
as described in IS 10005. 
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ANNEX A 
{Clause 1) 

SCHEME FOR STREAMLINING OF INDIAN STANDARDS ON METHODS OF 
TEST OF NITROGEN IN FERTILIZERS 



Section 



(1) 



Subject 



(2) 



ISO Standard on the 

Subject to be Adopted for 

Revision/Streamlining 

(3) 



Indian Standard 
Already Published 

(4) 



1 Introduction 

2 Test methods not covered under dual 
number standards 

3 Determination of nitrate nitrogen 
content — Nitron gravimetric method 

4 Determination of ammoniacal nitrogen 
content — Titrimetric method after 
distillation 

5 Determination of total nitrogen content — 
Titrimetric method after distillation 

6 Determination of ammoniacal nitrogen 
content in the presence of other substances 
which release ammonia when treated with 
sodium hydroxide — Titrimetric method 

7 Solid fertilizers — Determination of urea 
nitrogen content — Gravimetric method 
using xanthydrol 



4176:1981 
5314:1981 

5315: 1984 
7408 : 1983 



8603 : 1993 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote harmonious 
development of the activities of standardization, marking and quality certification of goods and attending to 
connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form 
without the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing 
the standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to 
copyright be addressed to the Director (Publication), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of 
'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc: No. PCD 20(2060). 
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